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DATE OF SHIPMENT NUMBER OF CONTAINERS 


—_——June 8, 1961] ———__-___l1____ Box Na. 19 


Oe oe at ee ee se mt eee 
Item No. Part Number Quantity Serial No. 
4l. Wood-metal edge test fixtures w/handle 3 7 
42. Blanket heaters, various sizes 18 
43, Trim weight containers 4 
44. Vibration pick-up box ; 1 
45, Microscope Holder Fixture . 1 
46. Pre~flight test stand ; 1 
47. LAK 9-3.50 x .45 Glass Blanks | or 
48. Quartz 6" x .75 Glass Blanks 7 
49, Invar Rods 3 
50, Set Invar Rod Covers 1 
51. 155-1060 Scanning Flat a 1 


52. 


155-1011 Primary nf 


